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FtiiMCiutlllUH FOKt Projoci Blr«c4or of Adnlniatratloo 

SUBJECT I ProeuraMtit of Suppliaa HaoMsary for Projaet 

OoCttaantatloB 


1. It Is raquaatad th»t thraa (3) 4 x 9 filsk paak adaptors 
(for a Spaad (krapUe Csicare) ba suppliad to this offiea nlong vith 
ona doaan (12) pM}ka of file. Tbaaa Itwna ara 1b tirgant naad by 
this offioa to &id in s.oelal doewsantstion of paraoBnal asaoclatad 
with this i rojaat. 

2. If tbaaa adaptors ara not ©vailablo on aarotwiay supply, it 
la requastad that thay ba purehaaad througl eoBBareial chrtnnals. 

3. Also requastad is an alphsbat systaa and naaa board for 
putting the neaa of subjaat ia a pietura. This Is urgantly naadad 
st Watartow, and if it would axpadita than, this offioa will saa 
to tbs dalirary* 
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